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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 216477 

73 

ORIGIN HEW-08 

INFO OCT-01 EUR-25 ISO-OO SCI-06 SS-20 NSC-10 DOTE-OO 
INT-08 HUD-02 DODE-OO CEQ-02 EPA-04 RSC-01 /087 R 
66618 

DRAFTED BY: DHEW/ASH/OIH:LA VOGEL 
APPROVED BY: EUR/RPM:JSCHOLLAERT 

018315 

R 021945Z NOV 73 
FM SECSTATE WASHDC 
TO AMEMBASSY LONDON 
INFO AMEMBASSY BONN 
AMEMBASSY BRUSSELS 
AMEMBASSY COPENHAGEN 
AMEMBASSY LISBON 
AMEMBASSY OTTAWA 
AMEMBASSY PARIS 
AMEMBASSY ROME 
AMEMBASSY OSLO 
USMISSION NATO 

UNCLAS STATE 216477 

E.O. 11652: N/A 
TAGS: SENV, NATO 

SUBJ: CCMS ADVANCED HEALTH CARE PILOT STUDY - AUTOMATED 
CLINICAL LABS WORKING GROUP MEETING 

WOULD APPRECIATE IT VERY MUCH IF EMBASSY WOULD ADVISE 
DR. IAN WOOTTON THAT DR. ROBERT MELVILLE, U.S. TECHNICAL 
EXPERT TO ACL PROJECT. HAS RECEIVED SEVERAL INQUIRIES 
FROM WORKING GROUP MEMBERS RE WHETHER BACKGROUND INFORMATION 
WILL BE SENT OUT IN ADVANCE OF NOVEMBER MEETING. MELVILLE 
HAS SENT DETAILED AGENDA TO PARTICIPANTS BUT NO OTHER 
BACKGROUND INFORMATION; WE ASSUMING WOOTTON TAKING CARE OF 
THIS BUT NOT CERTAIN. PLEASE ADVISE. KISSINGER 

UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 02 NOV 1973 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973STATE216477 

Document Source: CORE 

Document Unique ID: 00 

Drafter: DHEW/ASH/OIH:LA VOGEL 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 

From: STATE 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19731 158/aaaabqiw.tel 

Line Count: 51 
Locator: TEXT ON-LINE 
Office: ORIGIN HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: collinpO 
Review Comment: n/a 
Review Content Flags: 

Review Date: 14 AUG 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <14-Aug-2001 by chappeld>: APPROVED <1 1 MAR 2002 by collinp0> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: CCMS ADVANCED HEALTH CARE PILOT STUDY - AUTOMATED CLINICAL LABS WORKING GROUP MEETING 
TAGS: SENV, NATO 
To: LONDON 
Type: TE 
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